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46 June 1964 


MEMORANDUM FOR: Chief, Control Center, OSA 
SUBJECT : Operational Siugged Traffic 


REFERENCE : Kenorandum for Signal Center, Same Subject 
dated 26 June 1964 


i. The referenced menorandum requested Signal Center 
setion in providing the Control Center with one extra 
copy of all operational sluggec cable traffic. 


3. With the establishment of an OSA Cable Secretariat, 
the distribation of all cables became the responsibility 
of GBA Registry Branch. 


3, In complying with the referenced request, OSA 
Segietry will provide the Control Center with one extra 
copy oF all Operational slugged cable traffic. Uniess 
otherwise requested, such distribution will be in accordance 
with OSA Headquarters Notice No, 300-57, 


<. fs in the past, OSA Signal Center will cont inue 
to pass soft copies of operational cables of Priority or 
higher precedence directly to the operationsl office 
concerned, 


pury 
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